| 
ASA EXPOSURE-INDEX NUMBERS 


For use with the 7 

GENERAL “{) ELECTRIC 

EXPOSURE 
METER 


(ALL MODELS) 


HIS General Electric Film Value Booklet 
contains the latest listing of exposure-index 
numbers for the most frequently used photo- 
graphic films in accordance with the new system 
for rating photographic films that has been 
devised by the American Standards Association. 
This system has been under development for 
several years and is the result of co-operative 
effort on the part of all the film manufacturers, 
meter manufacturers, the Optical Society of 
America, and the Bureau of Standards. It was 
used by all of the military services during the war. 
The new ASA exposure-index numbers provide 
the photographer with the most accurate film- 
rating information that has yet been devised. 

The G-E exposure meter uses the ASA ex- 
posure-index numbers, not only in the interest of 
standardization, but also because this system 
represents a real advancement in the field of 
measurement. 

The exposure-index numbers have been so 
arranged that all earlier model G-E meters can be 
used with this series of numbers. For some films 
the values are exactly the same; and where 
differences exist, the new ASA exposure-index 
value will cause but a slight increase in exposure. 
However, for your convenience, a comparison of 
the new ASA exposure-index numbers and the 
G-E film values is shown in the table below. A 
complete comparison of all systems of emulsion 
speed values can be found in the G-E Photo 
Data Book. 

Since processing and type of equipment can 
affect the density of your pictures, you may find 
that some modification in exposure is necessary. 
This can easily be done with your G-E exposure 
meter by slightly modifying the exposure-index 
setting either up or down so as to obtain the 


proper result. Use a higher number for less 
exposure and a lower number for more exposure. 
This change does not change the exposure index 
of a film, but is a means for compensating for the 
variables in your equipment. 

All G-E meters manufactured after January, 
1946, utilize the ASA exposure indexes. Although 
the new ASA values can be used with all previous 
model G-E meters, interchangeable calculator- 
hoods with ASA exposure indexes are available 
for Types DW-48, DW-49, and DW-58 meters. 
They may be procured from your photographic 
dealer. 


COMPARISON TABLE 


ASA G-E ASA G-E 
Exposure Film Exposure Film 
Index Values Index Values 
0.6 6 32 40 
0.8 ” 40 48 
1.0 | 50 64 
122 15 64 80 
1.6 2 80 100 
2.0 es 100 125 
25 3 125 150 

3 4 160 200 

4 . 200 250 

5 6 250 300 

6 8 320 400 

8 10 400 500 
10 12 500 600 
12 16 650 800 
16 20 800 900 
20 24 1000 10900 


STILL-CAM 


“D’’ = Daylight . 


“T’ = Tungsten light 


Exposure Index 


D ai 
ANSCO 
Superpan Press... oo wwwcsecs nesses 125 80 
SUDLEMNEL 6 is crereres a be mete eww HERE ae 50 32 
Plenachromie Rolli, «ss csaws sa aerate es 50 25 
KODAK 
DUPER KEK vn 5 ss,fo 2 + Hf ereneneue 9 « # wyeveseie © 100 80 
PHS BE seis 6a sreuasose ns 9 wiayerenesa a 6 evens 50 32 
Super Ortho-Press (Packs Only)..... 100 50 
VeriGrome: saves «da x cwcemte s< sates & & 50 25 
Infrared (With No. 25 filter) 
CRIS Onn < 2 aetoas 5 65 5 18008 4 —_ 8 
GEVAERT 
Superchrome...........cce cece eees 50 25 
KRYPTAR 
ISEV DUS. « Ss neice 6.4 ¥ b ORR 3 9S CSR 50 25 


THE G-E METER SEES WHAT 


25° Ss 28° 


ERA FILM S§S 


35 mm and BANTAM 
MINIATURE CAMERA FILMS 


Exposure Index 


D T 
ANSCO 
» Ultra Speed Pan. ........sesecnccece 100 64 
SUPFEME, vise iecene  « aveverais @ 6 woeverevers % ¥ ei 50 32 
KODAK 
. Super’ AEX... cee ies oo: versie s oe ejeueceiehs #8 100 64 
PYG EX wisce s ceexers a o € sr eyes « © Depa No . 50 32 
Panatomic Kos a sis anaes x maean ss ‘ 25 16 
Direct Positive Pan (reversal)....... 64 50 
Infrared (with No. 25 filter)......... _ 8 


DUPONT 
D TT 
Superior 2... 50 382 


Superior 3... 100 64 


GEVAERT 
Panchromosa 80 64 
Panchromosa 


Microgran 24 12 


PORTRAIT, PRESS, 


Exposure Index 


D T 
ANSCO 
Rtigi€ S PaRiess. sseiwas & ¥ pawn d 9k Kae 200 160 
Superpan Press....... tts woke Sayer 125 80 
Tsopan............. i Binder 2 asa 6 50 32 
Superpan Portratts.. 0 sess 4 475 devon a 8 50 32 
Triple S OethGicces cox ewaces as swawns 125 64 
Super Sensitive Plenachrome... .... 50 25 
Commercial Pani... <6 eewia ese es 6 i 25 12 
Commercial Ortho................. 25 12 
COmimiertal ogee 5 55 oR ee een se 25 6 
DUPONT 
Defender Arrow Pan............... 100 64 
Defender XF Pan.........  . ..... 50 32 
Defender XF Ortho..... 4 NEE SS Hs 50 5 
Defender Ortho 7............... ate 64 32 
Defender Pentagon... ............. 32 12 
Defender F. G. Pan... da nteless & 06 32 20 
Defender Portrait.................. 32 12 
Defender Commercial.............. 16 5 
KODAK 
id, ihe bo 4, x 4 eweoaee besa Wee 200 160 
Super Do Pass ac sees ic heed a io us 100 64 
Panatomie' a: < os suena sw cand yo 39s 32 20 
OECHO: 2. ceverore « vw wieveae« © © Katee 9 © wien’ 125 64 
Super Panchro Press Type B. TTT i 125 100 
Super Panchro Press Sports Type.... 250 200 
POPtSi6 Paw... ccecescc0re wo emma ¥ 6 eens 50 32 
Super Ortho-Press.......... ....... 100 50 
Super Speed Ortho Portrait......... 50 25 
Commercial Ortho.........  o. & Seta 32 10 
Commercial (And Matte)........... 25 6 


Infrared (With No, 25 filter)........ _— 8 


AND COMMERCIAL 


Exposure Index 


T 
GEVAERT 
ttre: PAW oo cis eewwws 6x 2a Renee 82 és 100 64 
Pad POGCEHGIG as sé &iicas Sx Sedan es 64 40 
OFthG: POFtPAIE . . . .cecec cress e ne une 50 25 
HAMMER 
Portrait. Pani... odo seis «es vaiereetan ers 64 32 


Exposure Index 


T T* 
KODAK 

Tri-X Pan, Type B...s 0.0... cc coe 160 100 25* 
Tri-X Pan, Type B Matte........ 160 100 25* 
Panatomie XX... ccceecas 6 « oraten baw ve 40 25 6% 
Super Panchro-Press.............. 100 so — 
Super Ortho-Press.............. . 100 50 — 
Pan and Matte.......... .. 16* 10 _-2..5* 
Process Pan...............000005 40* — 25* 
Dye tars Savetavatern, 2 Remas Wes 3 @aeeeees ayn Pe eae 32* — 20* 
POlYCHFOME «vi sesia ss were 6s of Se 32 10 — 
COMMERCIAL «5635.5 5 Sencecyw on oo cnececs 20 10 — 
KEOGAIE SO)... 5. ecavince w ws ¢ auvansug o 8 ae oan 32 12 — 
Kodak 40). «5 asco 5 6 = cent oo a em 32 8s — 
GOR NSS is « saeco « te wien x 2 PES . 20 5 1.2* 
Kodak'33! Matté. s <s aswasccvasswa 20 5 1.2* 
PROCESS 5 5 & KET FG RGIS DS & Emcee 10* —  2.6* 
Metallographic.... .... ........ 40* — 20* 
Kodaline.......... 0.000 cee eee eee — —_ .16* 
Infrared Sensitive 

(With Wratten Filter No. 88A).. — 0.5 1.2% 
Lantern Slide, Medium........ - — 2.5* 
Lantern Slide, Contrast... ....... — —  1:5* 


*Read meter on white surface in copying position, 


Exposure Index 


D* 

ANSCO 

IPROBESS«. cruiieaiora's @ vewsareesin & ois) haeenate <i ovens 

Positrve (16: Wii) ss eesewy 3c asters &  wierers 
DUPONT 

Microcopy (85 mm)..............0006 : 

Defender Process. « o. ccc ce cee mass 

Defender Process Panchromatic........ 
KODAK 

Super Ortho-Press¥P¥ i.c6.5 5s cscoea 6 eo ccs 

Panatomic-X*¥*. 0.0... ee 

Portrait Pant .. « srusscos so cena s 36 SIS 

Super Panchro-Press, Type B**........ 

Contrast Process Ortho............ .. 20* 

Contrast Process Pan............. .. 20% 


Commercial Ortho®® oc ¢ & «enact a ve 2 
Commercial and Commercial Matte**.. 
Infrared (With No. 25 Filter)**.......: 
Safety Positive Film (835 mm)**........ 
High Contrast Safety Positive (35 mm). 8* 
Kodachrome Professional Film Type B.. 
8, 16, 35 mm Kodachrome Film Type A 
Micro-File (35 Mimi)is <8 ss sarees a 5 4 sees 


Ektachrome Sheet Film, Type B...... 


T* 


6* 
3* 


5* 
4* 
10* 


12* 
5* 
g* 

25* 

12* 

16* 
2.5* 
1,6* 
2x 
3% 
2* 


2% 
3* 
3* 
2Q* 


*Read meter on white surface in the copying position. 


**For continuous tone rather than line work. 


COLOR 
FILMS 


Exposure Index 


D Tt 7* 
ANSCO 
Sheet Film 
Daylight Type.. ..............0... 100 — — 
Tungsten Type.................... — 10 — 
35 mm 
Daylight Types: & s5 85655 4c kncwacce 12 = _ 
Tungsten Type.................... — 12 _ 
16 mm 
RRs ea ecclhed hw ceed Wee woman e bs 10 — — 
PORCH, « x ues se eras 4 FREE RRS — 12 _— 
Roll Film 
Daylight Type..................... 12 — — 
Tungsten Type................2... — 12 — 
KODAK 
Kodachrome Professional Film 
Daylight Type..................... 12 — _— 
EMO Os x ceadeiccns 6-09) enaiees nia a vega 6+ 10 2* 
8, 16, 35 mm and Bantam 
Kodachrome Film 
Daylight PyG6y<2 « esses $2 heawS Fb 10 4t — 
Ae WOG DISs ita-e Gs S 6.5 BSidcwre yp vcmreimsme we es 10§ 16 3* 
Kodacolor Roll Film 
127, 120, 620, 116, 616 
Negative: PYG. a. sos & owciense's s 8 cae 25 — — 
Ektachrome Sheet Film 
DDS VTISHE oo eiccesene vc vo sm) nuns eimiened 2 «ae 10 — — 
FEMTICY OD wend vinedar dw es Bae Als desea 6 10 £2 


*Read meter on white surface in copying position. 
*With Wratten 85 B Filter. 

tWith Kodachrome Filter for Photoflood. 

§With Type A Kodachrome Filter for Daylight. 


MOTION -PIC 


SHUTTER SPEEDS OF 
MOTION PICTURE CAMERAS 


(normal speed of 16 frames per second) 


Exposure Time in 
Camera Fraction of Seconds 


Cine Ansco Model B.................... 1/30 
BOY eT « eincour s & oe waren @ ah Swine see warren 1/30 
Eastman Cine-Kodak (all models)........1/30 
Filme 70-D, 70-DA, '7O-B«. osicess 6 6 owen as 1/30 
PUBS 121 « acess 2 5 6h iiSaS 4 5 eee oe we ..1/30 
Filmo Auto Load and Automaster........1/40 
Filmo 8 mm. (all models)............ .» 1/85 
Filmo Golf at 128 (frames per second)... .1/200 
Batre! FO. accss «xs a aeiets's 6 2 sles 4 6 2 ROE EB 1/40 
Eyemo 71..... SAH RR REE SR no BE Se Oe 1/40 
Keystone A7......... 00... cee eee 1/40 
Keystone AS . .... « % speveq «0 o oneness a v0 o ansuus 1/40 
Keystone: K&S... 6 i sweaaa on cans 4 WB 8 werwn ws 1/40 
Keystone K8........ ee ee ee ee 1/50 
Paillatd BoleSic « ¢ scan 0% >: Heo 6 be HORSE BS 1/30 
RBVETE's 5 ss 5 66 5.2 9586 Fa 5 HASHES ES Reece we 1/30 
SSC 00) 5) (co I ec ee 1/40 
ED be « enienosscen 5» orsheeune GS 8 exeantene ww evekbaaes ba 3 1/90 
Stewart-Warner ‘‘Hollywood”........... 1/40 
Stewart-Warner 8 mm. fos s45 cc secs ees 1/50 
Stewart-Warner Model 532.............. 1/40 
Universal (Univex and Cinemaster)...... 1/30 
Victor (all models).................200- 1/30 
Zeiss Ikon Movikon 8.................. 1/30 
Zeiss Ikon Kinamo S-10-16............ 1/40 
Zeiss Ikon Movikon 16................. 1 /30* 


* With shutter at 180-degree opening. 
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| 


TURE 


FIL M 


Exposure Index 


MOVIE FILM 
D* 
ANSCO 
16 mm 
DiS Paki ei ercconsx 2 & eeieiaiea's & varete 100 
PRA esscies 5's Soteeeise & & PRR ae ERIS 40 
Supreme Negative..............e00. 50 
POSEIVEG Sens 5 5,56CAG 6 Fb Sale % w evonerejere 12* 
8 mm 
Tipe Ss Peete eases t-orciacms «0 se iwreete b 100 
Lain 8 Ey pariavesss x wecsconies 3.6 srcowtans & 4 40 
DUPONT 
16 mm 
Negative Type 301................. 50 
Negative Type 314................. 32 
KODAK 
16 mm 
Cine-Kodak Super XX............. 100 
Cine-Kodak Super X............... 40 
Cine-Kodak Pan Negative.......... 32 
Cine-Kodak Super XX Negative..... 125 
8 mm 
Cinte-Kodak Pan secon cls saccos < 6 6 setsis 10 
Cine-Kodak Super Xs < « ccweses ii is 40 
GEVAERT 
16 mm 
Wiltra. Pati é << sw searen +s 6 oriewes 5 80 
OUPSY Parsnass s ¥ > asi sok HEBER SS 25 
MHGE6 Pan 5 oieri6 a 6 6 bese eo ey ererenecee a 10 


T* 


64 
16 
6 


* Read meter on white surface in the copying position. 
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EXPOSURE METERS 


TYPE PR-1 (Deluxe Model) 


You can measure picture-taking light 
in a jiffy with this radically new meter 
that automatically remembers what it 
reads, Easy for the beginner to use, yet 
so complete in every respect that if 
meets the needs of the most advanced 
photographer. Can be used for movies 
and stills, in color or black and white. 
Reads reflected light and incident light. 
For the darkroom—and general light- 
measuring usefulness. Small, light in 


weight, with large, easy-to-read dial. “The 

The PR-1 is the only exposure meter 

with such exclusive G-E features as the meter 

pointer-locking mechanism, TRIDENT 1 

analyzer, and synchro dial to enable you with 

to get correct exposure every time, a 
MEMORY*’ 


TYPE DW-58 (Regular Model) 


More than a half-million sturdy, accurate, 
proved-quality meters of this design are 
now being used by beginners, advanced 
amateurs and professional photographers. 
Measures reflected light and incident light; 
can be used for movies or stills. Versatile. 
Easy to operate. Excellent for color work. 
A welcome addition to any photographer's 
camera equipment. 


“It’s 3 meters in one“ 


GENERAL@ ELECTRIC 


8-47 (6336) 


